To: 

From: 

Subject: 


PHILIP MORRIS INCORPORATED 
INTER OFFICE CORRESPONDENCE 

100 Park Avenue, New York, NiY. 10017 


See Below Date: March 27, 1975 

Alexander Holtzman 

Artificial Tobacco Substitutes 


The attached manuscript by Gio B. Gori of the 
National Cancer Institute has been submitted for 
publication to The Lancet . 

This document must be treated as confidential 
until published. 


Alexander Holtzman 


AH: f 


Messrs: Cullman, J. F. 3rd 

Weissman 
Lincoln 
Maxwell 
Cullman, H. 

Bowling 


Source: https://www.industrydocuments.ucsf.edu/docs/xgfjOOOO 


2010028116 



